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OVER 300 YEARS AGO Otto von Guericke, the German 
physicist, dramatically demonstrated with his “Magdeburg 
Hemispheres” the strength of a vacuum. 
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New 

V acumite 
Filters 

Excel in Performance 
and Economy 

Vacumite swimming pool filters over¬ 
come the costly problems encountered 
with old-fashioned pressure systems, 
whether sand or diatomite. With no 
high pressure required to force water 
through filter elements, Vacumite elim¬ 
inates the tendency to pack diatomite 
and dirt which so often clogs elements. 
Vacumite also eliminates the inconven¬ 
ience of “blind” operation, being an 
“open” system with the filter cell always 
visible... simple to check, easy to clean. 

Vacumite’s most notable feature is 
its lower cost, from installation to 
operation. It requires no special-built 
housing and a minimum of space. 
Hydraulics for Vacumite need only a 
total of 35 ft. head, as against 50 ft. 
for sand pressure and 100 ft. for pres¬ 
sure diatomite filters. Vacumite pumps 
only filtered water, preventing exces¬ 
sive wear on the pump impeller from 
foreign matter. Actual comparisons 
prove that it requires 50% more power 
to operate a sand pressure filter and 
up to 300% more to operate a pressure 
diatomite filter. With less cost and less 
trouble, the swimming pool equipped 
with a Vacumite filter can be certain 
at all times of having water that is 
the clearest possible to attain. 



1 ’/ 4 " STEEL HOUSING 
(BITUMASTIC COATED) 

2 ALUMINUM GRATING 
OPERATING PLATFORM 

3 ELECTRICAL PANEL 

4 CLOSE COUPLED 
PUMP & MOTOR 

5 CAST IRON FLANGE PIPING 

6 RATE OF FLOW METER 

7 PUSH BUTTON STATION 

8 MERCOID LIMIT SWITCH 


9 VACUUM GAUGE 

10 LUBRICATED PLUG VALVES 

11 NON-CORROSIVE 
FILTER ELEMENT 

12 FILTER CELL DRAIN 

13 PUMP ROOM DRAIN 

14 SCUM GUTTER RETURN 

15 FILTER SUPPLY (FROM POOL) 

16 CAST IRON SOLID SLEEVES 

17 FILTERED WATER (TO POOL) 

18 CHANNEL SUCTION HEADER 


















































Very important pools from coast-to-coast are 
swinging to Vacumite filtration. Important savings 
in installation and maintenance, plus crystal clear 
water and trouble-free operation are deciding factors 
in Vacumite’s favor. Its efficiency and ecQnomy 
appeal to designers and builders of new pools. 

Where old pool rehabilitation has taken place, 


Vacumite cuts over-all costs as much as one-half. 
Entire rebuilding jobs have been done for sub¬ 
stantially less than the original estimates which 
employed a conventional sand pressure type filter. 
Make this very important decision now for your 
Very Important Pool. Make the filter VACUMITE 
and have the best! 


MUNICIPAL POOLS SELECT VACUMITE 




SINTO POOL, SPOKANE, WASHINGTON, 500,000 gal. volume; Vacumite RU-750 • 
Stanley Witter, Recreation Superintendent • J. J. Mclnerny, Colfax, Washington, Engineer 


SAUCON PARK POOL, CITY OF BETHLEHEM, PA.. 

A. Newton Wiegner, City Engineer • 675,000 gal. vol.; 
Vacumite RU-720 


JUNIATA POOL, CITY OF ALTOONA, PA., 400,000 
gal. volume, Vacumite CU-420 • Robert R. Smay, 
Director of Water, Parks and Public Property 


A VACUMITE FILTER TO FIT ANY SIZE POOL from large municipal pools shown above to the following smaller 
recent Vacumite installations: a Vacumite RU-195 for ROXBURY CLUB POOL built by E. L. Wagner & Co Darien 
Conn. Vacumite CU-75 for MAWINGO HOTEL POOL built by Atlas Machinery Supplies Ltd., Nairobi, Kenya, Africa! 

v,“ e . CU "I 35 f ° r WAYNESBORO COUNTRY CLUB, Waynesboro, Virginia. Vacumite CU-150 for NORTHERN 
VIRGINIA AQUATIC CLUB, LEE HIGHWAY, Arlington, Virginia 













RIGHT: Borough of Manheim, Pa.: Vacumite keeps 
the water sparkling in this large, modern community 
pool. BELOW: Lincoln Park, Reading, Pa.; Vacumite 
was chosen for this Public Pool, where the impor¬ 
tance of pure water cannot be overemphasized. 


Filter Plant Data 
COMMERCIAL, MUNICIPAL AND CLUB INSTALLATIONS BASED ON 
8-HOUR TURNOVER, 2 GALLONS PER MINUTE PER SQUARE FEET OF FILTER AREA 


LEFT: Carlisle Swimming Club, Carlisle, Pa.: This attractive 
pool, built by a private swim club, uses Vacumite for eco¬ 
nomical and efficient filtration. ABOVE: Home of L. B. 
Paules, Hogestown, Pa.: Family pools demand compactness, 
and easy maintenance in a filter. Vacumite has both. 


Pool Volume 


G.P.M. 


Model 
Filter Area 


Motor Piping 

H.P. Filtered Water Main Drain 


ABOVE: Vacumite’s 
“open system” fil¬ 
tration eliminates a 
major problem of 
maintenance. Just 
raise the hatches for 
observation of the op¬ 
eration at any time. 
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Filter Plants 

of Larger and Smaller Capacities Also Available— 

-Details on Request 


Patent No. 2,347,092 


Vacumite, inc. 

2311 N. Front Street, Harrisburg, Pa. 
Telephones: CE 45011 - CE 45012 


plified arrangement of 
filter leaves and pump. 
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